758 CARBIDE LAMPS. 


THE GRIER BROTHERS COMPANY. 


THE GRIER BROTHERS COMPANY 

ESTABLISHED 1839.. 

PITTSBURGH, PA. 

Manufacturers of 

Carbide Lamps, Tinware and Miners Supplies 



No. 95. Polished Brass. 
No. 105, Polished Nickel. 
Dia. of Reflector, 2 Inches. 



No. 92, Polished Brass. 
No. 102, Polished Nickel. 
Without Valve Feed. 

Dia. of Reflector. 2 *4 Inches. 


After several years experimental work, 
we announce that we now have the best 
line of Miners* Carbide Lamps Manufac¬ 
tured. 

We eftercise the greatest care, both in 
workmanship and material. Every lamp 
is thoroughly tested before leaving our 
factory. If one proves defective we will¬ 
ingly replace it. 

The valve lamp has proven the most 
popular among the miners. Our valve 
puts the water just where it is needed. 

There are no parts to wear out. 

Water can not leak from the filler cap 
as in the old lamps. 

Note the reinforcement in tops of Num¬ 
bers 95 and 92, also reinforced reflectors 
on all lamps. Reflectors can not be 
knocked off. I 



No. 79, Polished Brass. 
No. 69. Polished Nickel. 
Dia. of Reflector, 2% Inches. 



No. 77, Polished Brass. 
No. 68, Polished Nickel. 
Dia. of Reflector, 2 Vz Inches. 


Why Grier Lamps Are Superior 

No parts to wear out. 

No overflow from filler caps. 

No valve trouble. 

No trouble in removing carbide 
chambers from lamps. We put 
three finger grips on each chamber, 
this gives the miner a chance to 
unscrew the chamber no matter 
how tight it becomes. 



No. 67. Polished Nickel. 


Every place the Grier lamps 
have been tried they have given 
perfect satisfaction. A trial is all 
we ask to convince you. 

We were the first to put the 
lighter on carbide lamps. 

Write for catalog. 
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